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The architecture of the University Campus 
is Collegiate Gothic, a modification of the 
building style of Tudor England. The Univer¬ 
sity Quadrangle is composed of three smaller 
quadrangles: South, or dormitory; North, or 
academic; and Center, including the Chapel 
Court. Adjoining the campus proper is the 
« Duke Forest of 4,700 acres. 
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